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TAGS: ESTC, COCOM, US, HU 

SUBJECTC US OSCILLOSCOPES AND ACCESSORIES TO HUNGARY - IL 1584 
REF: COCOM DOC (73) 2220 (STATE A-9150) 

1. AT DEC 4 COCOM MEETING UK DEL RESERVED ON TYPE P6045 
PROBES AND REQUESTED FURTHER INFO ON TYPE OF MEDICAL 
RESEARCH WHICH WOLD REQUIRE PROBE OF DC-230 MHZ BANDWIDTH. 
FRENCH DEL ALSO MADE COMMENT ALONG THESE LINES BUT DID NOT 
RESERVE. BALANCE OF CASE APPROVED. 

2. INSTRUCTIONS REQUESTED FOR REPLY. 
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Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: morefirh 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 19730ECDP31 109 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: XI 

Errors: N/A 

Film Number: n/a 

From: OECD PARIS 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 
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Line Count: 42 
Locator: TEXT ON-LINE 
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Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 
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Review Action: RELEASED, APPROVED 
Review Authority: morefirh 
Review Comment: n/a 
Review Content Flags: 

Review Date: 27 AUG 2001 
Review Event: 

Review Exemptions: n/a 
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Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
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